84      DOCKETED ITEMS

V. Operator Examinations

9106030258 Forwards justification for continued operation re failure of licensed operator
requalification training program during exams administered prior to wk of 910429.list
of corrective actions & commitments also encl.

FERNANDEZ.W. New York Power Authority (formerly Power Authority of the State of
New York). 91/05/10. MARTIN,!.!. Region 1 (Post 820201). 7pp. 57915:103-
57915:109.

9106270182 Forwards requalification program evaluation rept 50-333/91-07.Requalifica-
tion program considered to be unsatisfactory based on less than 75% of licensed op-
erators passing all portions of exam.

HODGES.M.W. Region 1 (Post 820201). 91/06/14. BEEDLE.R.E. New York Power
Authority (formerly Power Authority of the State of New York). 3pp. 58224:074-
58224:126.

-9106270191 Requalification program evaluation rept 50-333/91-07.Exam results:six
SROs & six ROs administered written & operating exams.Four operators failed written
exam & one RO failed operating test

SISCO.C., CONTE.R.J., BETTENHAUSEN.L Region 1 (Post 820201). 91/06/13. 18pp.
58224:077-58224:126.
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F. Security, medical, emergency & fire protection plans

9106030237 Forwards Safety Insp Repts 50-334/91-06 & 50-412/91-06 on 910317-
0427.

WENZINGER.E.C. Region 1 (Post 820201). 91/05/17. SIEBER.J.D. Duquesne Light
Co. 2pp. 57909:091-57909:105.

-9106030239 Insp Repts 50-334/91-06 & 50-412/91-06 on 910317-0427. Major areas
inspected:plant operations.radiological protection.surveiliance/mamt.emergency pre-
paredness, security & engineering & technical support.
RULAND.W.H. Region 1 (Post 820201). 91/05/17. 13pp. 57909:093-57909:105.

9106040039 Forwards Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423-
26.Concern raised re potential weakness in vital area access revatidation program
noted in Jul 1990 security insp but not yet corrected.

JOYNER.J.H. Region 1 (Post 820201). 91/05/21. SJEBER.J.D. Duquesne Light Co.
2pp. 57914:336-57914:342.

-9106040042 Physical Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423-
26.Major    areas    inspected:mgt    support   &    audits,    protected    area    physical
barriers.detection & assessment aids & alarm stations & communications.
SMITH.G.C.,   KEIM1G.R.R.   Region   1   (Post  820201).   91/05/21.   5pp.   57914:338-
57914:342.

9106110056 Ack receipt of 910501 Itr informing of schedule rev re EOP & corrective &
preventive actions taken to date in insp rept 50-334/90-80 & 50-412/90-80.
BETTENHAUSEN.L Region 1 (Post 820201). 91/05/28. SIEBER.J.D. Duquesne Light
Co. 2pp. 57996:290-57996:291.

H. General correspondence

9106070309 Requests to be removed from mailing list for listed plants.
DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af-
filiation Given. 1p. 58039:092-58039:092.

I. Financial information

9106060318 Forwards "Penn Power Annual Rept 1990," "Toledo Edison Co 1990
Annual Rept," "Centerior Energy Annual Rept 1990," "Ohio Edison Annual Rept
1990" & DOE "1990 Annual Rept to Shareholders."

SIEBER.J.D. Duquesne Light Co. 91705/24. Document Control Branch (Document
Control Desk). 1p. 58048:218-58049:044.

-9106060324 "Penn Power Annual Rept 1990."
ROGERS.J.T. Pennsylvania Power Co. 90/12/31. 23pp. 58048:219-58048:244.

-9106070074 'Toledo Edison Co 1990 Annual Rept"

* !oledo Edison Co. 90/12/31. 27pp. 58048:245-58048:271.

-9106070080 "Centerior Energy Annual Rept 1990."

MILLER.R.A.,    FARLING.RJ.    Centerior    Energy.    90/12/31.    40pp.    58048:272-
58048:311.

-9106070088 "Ohio Edison Annual Rept 1990."
ROGERS.J.!. Ohio Edison Co. 90/12/31. 40pp. 58048:312-58048:353.

-9106070097 "1990 Annual Rept of Shareholders."
VON SCHACK.W.W. DQE. 90/12/31. 52pp. 58048:354-58049:044.

P. Operating license stage documents & correspondence

9106110150 Forwards "Beaver Valley Power Station Unit 1 Cycle 9 Core Operating
Limits Rept" Mechanical design of new Region 11 fuel assemblies listed.
SIEBER.J.D, Duquesne Light Co, 91/05/30, Document Control Branch (Document
Control Desk). 2pp. 58095:279-58095:287.

-9106110152 "Beaver Valley Power Station Unit 1 Cycle 9 Core Operating Limits
Rept"

* Duquesne Light Co. 91 /04/30. 7pp. 58095:281 -58095:287.

9106060165 Informs that NRC has no position on merits of Westinghouse generator
complaint & reminds of responsibilities for review.evaluation & reporting to NRC of de-
fects in safety related equipment,matfs & svcs under stated CFRs.
DE AGAZ1O.A.W, Project Directorate I-4. 91/05/31. SIEBER.J.D. Duquesne Light Co.
2pp. 57934:306-57934:307.

9106120003 Forwards "Beaver Valley Power Station Evaluation of Adequacy of Existing
Neutron Flux Instrumentation for NUREG-0737,Suppl 1." Rept submitted in lieu of up-
grading instrumentation per Rev 2 to Reg Guide 1.97.

SIEBER.J.D. Duquesne Light Co. 91/05/31. Document Control Branch (Document
Control Desk). 2pp. 58127:105-58127:194.

-9106120004 "Beaver Valley Power Station Evaluation of Adequacy of Existing Neutron
Flux Instrumentation for NUREG-0737,Suppl 1."
* Duquesne Light Co. 91/05/31. 75pp. 58127:107-58127:194.

9106070158 Forwards environ assessment & finding of no significant impact re requests
for exemption from containment isolation provisions for recirculation spray HX river-
water radiation monitor sample lines.

DE AGAZIO.A.W. Project Directorate I-4. 91/06/03. SIEBER.J.D. Duquesne Light Co.
1p. 58039:176-58039:182.

-9106070160 Environ assessment & finding of no significant impact re requests for ex-
emption for containment isolation provisions for recirculation spray HX river-water radi-
ation monitor sample lines.
STOLZ.J.F. Project Directorate I-4. 91/06/03. 5pp. 58039:178-58039:182.

9106110286 Advises that RES contracted w/BNWL to perform study re power plant
staffing practices.Questions for face-to-face interviews w/licensee personnel & quanti-
tative info needs listed on encl.

DE AGAZIO.A.W. Project Directorate 1-4. 91/06/05. SIEBER.J.D. Duquesne Light Co,
7pp. 58098:306-58098:312.

9106210098 Notifies of eighth refueling outage evaluations performed in accordance w/
requirements of 10CFR50.59 to determine impact of using modified fuel assembly in
core during cycle 9 & to justify plant operation w/up to 20% tubes plugged.
SIEBER.J.D. Duquesne Light Co. 91/06/14. Document Control Branch (Document
Control Desk). 2pp. 58203:300-58203:301.

9106260316 Responds to NRC 910417 Itr re main feedwater piping elbow cracking &
misalignment.Temp & displacement instrumentation installed at certain locations on
main feedwater piping loops A & C.Marked-up FSAR encl.

SIEBER.J.D. Duquesne Light Co. 91/06/14. Document Control Branch (Document
Control Desk). 16pp. 58238:171-58238:186.

9106260252 Responds to NRC 910605 Itr & agrees to participate in study re staffing
procedures at facility.

SIEBER.J.D. Duquesne Light Co. 91/06/17. Document Control Branch (Document
Control Desk). 1p. 58230:187-58230:187.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106030237 Forwards Safety Insp Repts 50-334/91-06 & 50-412/91-06 on 910317-
0427.

WENZINGER.E.C. Region 1 (Post 820201). 91/05/17. SIEBER.J.D. Duquesne Light
Co. 2pp. 57909:091-57909:105.

-9106030239 Insp Repts 50-334/91-06 & 50-412/91-06 on 910317-0427. Major areas
inspected:plant  operations.radiological  protection,surveillance/maint.emergency pre-
paredness, security & engineering & technical support.
RULAND.W.H. Region 1 (Post 820201). 91/05/17. 13pp. 57909:093-57909:105.

9106040039 Forwards Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423-
26.Concern raised re potential weakness in vital area access revalidation program
noted in Jul 1990 security insp but not yet corrected.

JOYNER.J.H. Region 1 (Post 820201). 91/05/21. SIEBER.J.D. Duquesne Light Co.
2pp. 57914:336-57914:342.

-9106040042 Physical Security Insp Repts 50-334/91-08 & 50-412/91-08 on 910423-
26.Major    areas   inspected:mgt    support    &    audits,    protected    area   physical
barriers.detection & assessment aids & alarm stations & communications.
SMITH.G.C.,   KEIMIG.R.R.   Region   1   (Post  820201).   91/05/21.   5pp.  57914:338-
57914:342.

9106040252 Forwards insp repts 50-334/91-07 & 50-412/91-07 on 910429- 0503.No
violations noted.

JOYNER.J.H. Region 1 (Post 820201). 91/05/23. SIEBER.J.D. Duquesne Light Co.
3pp. 57914:041-57914:054.

-9106040259 Insp repts 50-334/91-07 & 50-412/91-07 on 910429-0503.No violations
noted.Major areas inspected:radiological controls program during refueling.status of
previously identified items,staffing,organization,training & qualifications.
0'CONNELL.P., MANN.D., PASCIAK.W. Region 1  (Post 820201). 91/05/23. 11pp.
57914:044-57914:054.

9106110056 Ack receipt of 910501 Itr informing of schedule rev re EOP & corrective &
preventive actions taken to date in insp rept 50-334/90-80 & 50-412/90-80.
BETTENHAUSEN.L Region 1 (Post 820201). 91/05/28. SIEBER.J.D. Duquesne Light
Co. 2pp. 57996:290-57996:291.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106050213 Submits special rept re results of inservice insp of tubing in steam genera-
tors RC-E-1A.1B & 1C.

NOONAN.T.P. Duquesne Light Co. 91/05/31. Document Control Branch (Document
Control Desk). 3pp. 58003:283-58003:285.

9105300331 NRC Info Notice 91-034. "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.:on 900910.ESF actuation occurred.Caused by low voltage
